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09-17-108 
09-18-038 
09-18-066 
09-19-083 
09-20-007 
09-21-058 
09-23-117 
09-01-191 
09-23-007 
09-19-091 
09-20-025 
09-20-077 
09-21-062 
09-01-196 
09-04-053 
09-04-054 
09-05-062 
09-05-086 
09-06-077 
09-09-024 
09-12-023 
09-16-072 
09-16-085 
09-16-086 
09-17-028 
09-18-020 
09-18-037 
09-18-052 
09-18-070 
09-18-120 
09-19-056 
09-20-008 
09-20-043 
09-21-003 
09-21-037 
09-21-098 
09-22-042 


09-17-033 
09-17-067 


09-01-023 
09-06-042 
09-10-043 
09-16-127 
09-21-102 
09-08-074 
09-14-010 
09-14-048 
09-02-069 


09-01-192 
09-01-194 
09-05-046 
09-05-063 
09-07-005 
09-08-070 
09-09-018 
09-09-046 
09-11-055 
09-11-056 
09-12-008 
09-13-004 
09-13-045 
09-14-098 
09-14-115 
09-15-036 
09-16-001 
09-19-020 
09-19-108 
09-20-026 
09-21-038 
09-21-099 


09-01-023 
09-06-042 
09-12-119 
09-20-087 
09-22-041 
09-19-038 
09-19-063 


disability, persons with a 
access to hatcheries and other fishing and 
shellfishing areas 


fishing events, including youth, family, 
seniors, disabled 
Columbia Park Pond 
Heart Lake 
Klineline Pond 


Kress Lake 

Long's Pond 

Sacajawea, Lake 

Vance Creek Pond £1 
halibut 


hook rules 
freshwater 


saltwater 


kokanee 


lingcod 


marine preserves 
saltwater state park marine preserve 


recreational fishing rules for 2010/2011, 
various possible changes 


restrictions, imposed or removed (including 
season changes) 
Beda Lake 


Blackbird Island Pond 
Brookies Lake 


Carbon River 


Cascade River 
Chehalis River 
Chelan, Lake 


Cle Elum Lake (Reservoir) 

Columbia Park Pond 

Columbia River (See Columbia River, 
specifically, including tributaries above) 

Cowlitz River 

Deep River 

Desert Lakes 

Drano Lake 


Elochoman River 

Enchantment Park Ponds (Blackbird Island 
Pond) 

Entiat River 

Fort Flagler state park 

Frye Cove County Park 

Grande Ronde River 

Gray Wolf River 

Grays River (including forks) 


Green River (Cowlitz County) 
Heart Lake 
Hoodsport salmon hatchery 


Icicle River 
Kalama River 
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09-16-134 
09-19-146 


09-09-088 
09-12-039 
09-08-088 
09-11-022 
09-11-023 
09-09-016 
09-09-051 
09-08-087 
09-08-074 
09-09-063 
09-10-026 
09-12-015 
09-12-048 
09-14-010 
09-14-047 
09-17-002 


09-17-067 
09-19-038 
09-19-063 
09-10-043 
09-19-038 
09-19-063 
09-10-042 
09-15-007 
09-19-021 
09-19-045 
09-08-074 
09-14-010 
09-14-048 


09-01-023 
09-06-042 


09-16-127 
09-21-102 


09-01-006 
09-18-041 
09-08-002 
09-01-006 
09-18-041 
09-01-069 
09-03-079 
09-02-039 
09-07-074 
09-09-066 
09-17-024 
09-15-007 
09-09-088 


09-20-052 
09-05-063 
09-01-006 
09-09-073 
09-11-026 
09-12-011 


09-08-002 
09-13-048 
09-08-018 
09-05-003 
09-20-082 
09-13-021 
09-01-013 
09-12-011 
09-21-059 
09-12-012 
09-12-039 
09-10-043 
09-19-146 
09-12-007 
09-06-058 
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Klickitat River EMER 09-08-029 EMER 09-13-005 
EMER 09-13-056 EMER 09-13-045 
Klineline Pond EMER 09-08-088 EMER 09-13-048 
EMER 09-11-022 EMER 09-13-056 
Kress Lake EMER 09-11-023 EMER 09-14-098 
Lewis River EMER 09-06-058 EMER 09-14-115 
Little Naches River EMER 09-10-075 EMER 09-15-004 
Long’s Pond EMER 09-09-016 EMER 09-15-005 
Methow River EMER 09-07-005 EMER 09-15-011 
EMER 09-08-070 PERM 09-15-035 
EMER 09-20-014 MER 09-16-061 
Nooksack River, North Fork EMER 09-01-018 MER 09-16-082 
EMER 09-04-017 MER 09-16-113 
EMER 09-23-066 MER 09-16-123 


MER 09-07-005 
MER 09-08-070 
MER 09-14-098 
MER 09-16-123 
MER 09-19-047 
MER 09-19-058 
MER 09-15-011 
MER 09-10-042 
MER 09-19-021 
MER 09-19-045 
MER 09-09-051 
MER 09-11-076 shellfish 
MER 09-07-005 
MER 09-08-070 
MER 09-14-098 


Okanogan River MER 09-17-024 
MER 09-17-042 
MER 09-17-043 
09-18-045 
MER 09-18-077 
MER 09-19-018 
MER 09-19-020 
MER 09-20-052 
MER 09-21-038 
MER 09-21-059 
MER 09-21-099 


Osoyoos, Lake 
Puyallup River 


Quinault River 
Rufus Woods Lake 
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Sacajawea, Lake 
Scanewa Lake 


Similkameen River ROP  09-01-023 


MER  09-05-003 
MER 09-06-005 


clams other than razor clams 


Skykomish River MER 09-15-004 ERM  09-06-042 
Skykomish River (Reiter Ponds) MER 09-15-105 MER 09-08-018 
Snake River MER 09-11-061 
mussels ROP  09-01-023 
MER 09-18-077 
ERM 09-06-042 
qu MER 09-20-082 MER 09-08-018 
Stillaguamish River, North Fork MER 09-02-001 oysters ROP 09-01-023 


MER 09-04-016 
MER 09-21-061 
MER 09-12-012 
09-08-087 


MER 09-05-003 
09-06-042 
MER 09-08-018 
MER 09-01-019 
MER 09-02-048 
MER 09-04-061 
MER 09-08-033 
MER 09-09-027 
MER 09-10-006 
MER 09-10-063 
MER 09-21-036 
MER 09-22-049 
MER 09-23-049 
MER 09-09-075 
MER 09-10-074 
MER 09-11-045 
MER 09-11-106 
MER 09-12-075 
MER 09-17-073 
MER 09-01-192 
MER 09-01-013 
MER 09-01-018 
MER 09-01-069 
MER 09-02-001 
MER 09-02-039 
MER 09-03-079 


Swift Reservoir 

Toutle River 

Vance Creek Pond #1 

various changes affecting numerous lakes, 

rivers, and/or other fishing 
locations PROP 09-01-023 

PERM 09-06-042 
EMER 09-10-043 
EMER 09-11-024 
EMER 09-12-118 
EMER 09-13-005 
EMER 09-13-056 
EMER 09-16-081 ; 
EMER 09-18-041 shrimp 
EMER 09-20-026 
EMER 09-21-063 

Wenatchee, Lake EMER 09-16-061 
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E 
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E 


|ез еэЙезЙезЙезЙсоЙезЙез a a a a a a a a a a a a a a a 


тш 
< 
ies 
x 


razor clams 


ee EE OS ERE SEES 


E 

E 

E 

E 

E 

MER 09-17-042 E 

Wind River MER 09-09-073 E 

MER 09-11-026 smelt E 

Yakima River MER 09-11-005 steelhead E 

MER 09-11-043 E 

MER 09-15-005 E 

MER 09-17-043 E 

salmon MER 09-01-013 E 

REP 09-03-034 E 

MER 09-05-046 EMER 09-04-016 

MER 09-05-063 EMER 09-04-017 

MER 09-06-058 EMER 09-07-005 

MER 09-08-029 EMER 09-07-074 
EMER 09-08-002 
EMER 09-11-055 
EMER 09-12-011 
EMER 09-12-012 
EMER 09-12-118 
EMER 09-13-021 
EMER 09-15-105 
EMER 09-19-108 
EMER 09-20-014 
EMER 09-20-026 
EMER 09-20-082 
EMER 09-21-059 
EMER 09-21-063 
EMER 09-21-099 
EMER 09-01-194 
EMER 09-09-018 
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EMER 09-09-046 
EMER 09-09-066 
EMER 09-09-073 
EMER 09-10-043 
EMER 09-11-005 
EMER 09-11-024 
EMER 09-11-026 
EMER 09-11-043 
EMER 09-11-055 
EMER 09-11-056 
EMER 09-11-061 
EMER 09-11-076 
PROP 09-11-128 
EMER 09-12-007 
EMER 09-12-008 sturgeon 
EMER 09-12-011 
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trout 


Hunting 
areas, limits, permits, seasons and other 
regulations, various (not indexed 
separately) 


bear, black 


cougar 


elk 
game, big 
auction, raffle, and special incentive 
permits 


game, unlawful buying or selling 
game birds, baiting of 
game reserves 
Johnson/Debay’s Slough Game 
Reserve 
various 
hunter education 
certificate 
deferral 
licenses 
dealer’s fees, recreational 


hunter education certificate 
hunter education deferral 
master hunter permit program 


permits 
auction, raffle, and special incentive 
big game and wild turkey 


auctions and raffles, conducting 
pheasant 

Western Washington 
trespassing while hunting 
waterfowl 

various regulations 


weapons for personal protection 
archery season 
muzzleloader season 

wild turkey 


Mineral prospecting 
Rules 
coordinator 
possible rule amendments based on 2009 
legislation 
withdrawals 


Wildlife 
deleterious exotic wildlife 
dogs harassing deer and elk 


game reserves 
Johnson/Debay’s Slough Game 
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EMER 09-13-004 FORENSIC INVESTIGATIONS COUNCIL 
EMER 09-15-036 Meetings MISC 09-08-054 
EMER 09-16-001 MISC 09-08-123 
EMER 09-08-088 MISC 09-11-037 
EMER 09-10-042 MISC  09-12-030 
MISC 09-15-086 
MISC 09-22-048 
PROP 09-03-111 FOREST PRACTICES BOARD 
PREP  09-06-044 Meetings MISC 09-03-063 
PERM 09-09-083 MISC 09-18-001 
EMER 09-06-015 MISC 09-19-133 
PERM 09-09-082 Northern spotted owl 
PROP  09-09-133 site center decertification PREP  09-02-019 
PERM 09-15-122 EMER 09-02-020 
EMER 09-20-024 EMER 09-10-012 
EMER 09-18-014 PROP 09-17-113 
EMER 09-18-047 
Public records officer MISC 09-06-020 
PREP  09-18-111 Riparian open space program PREP  09-18-031 
PROP 09-21-091 Rules 
PREP  09-01-024 agenda MISC  09-15-062 
PREP  09-18-054 coordinator MISC 09-06-021 
Small forest landowner office 
advisory committee 
PROP  09-16-145 meetings MISC 09-07-018 
PREP  09-10-069 MISC 09-17-034 
MISC 09-17-117 
PERM 09-13-031 Timber harvesting 
PREP  09-11-025 riparian management zones 
Western Washington PROP  09-06-068 
PROP  09-09-133 PROP  09-09-132 
PERM 09-15-122 PROP 09-13-022 
PERM 09-13-031 PERM 09-18-032 
PREP 09-11-025 Watershed analysis, subcommittee on 
PROP  09-14-132 meetings MISC 09-19-133 
PERM 09-19-084 MISC 09-22-013 
FORUM ON MONITORING SALMON AND WATERSHED 
PREP 09-18-111 HEALTH 
PROP 09-21-091 (See RECREATION AND CONSERVATION OFFICE) 


PREP 09-23-016 
FREIGHT MOBILITY STRATEGIC INVESTMENT BOARD 


EMER 09-18-015 Meetings MISC 09-18-109 
PREP 09-12-053 Rules 

coordinator MISC 09-18-025 
PREP 09-10-069 
PROP 09-14-057 FRUIT COMMISSION 
PERM 09-17-080 (See AGRICULTURE, DEPARTMENT OF) 
PREP 09-18-046 FRYER COMMISSION 
PREP 09-18-046 (See AGRICULTURE, DEPARTMENT OF) 
PREP 09-18-111 
PROP 09-21-091 GAMBLING COMMISSION 
PERM 09-02-017 Administration of commission 

agency budgets and financial 
MISC 09-16-091 management PREP 09-22-074 

Amusement games 
PREP 09-10-025 nonprofit family sporting complexes PREP 09-03-017 
PROP 09-04-021 PROP 09-08-019 
PREP 09-08-039 PERM 09-15-067 
PROP 09-13-087 prizes 
additional plays PREP 09-13-044 

EXPE 09-16-146 Bingo 
EMER 09-02-032 adjusted cash flow requirements PREP 09-08-110 
EMER 09-03-081 PROP 09-12-028 


PERM 09-17-075 
Card game rules 


Reserve PROP 09-16-145 authorized card games, requirements 
PROP 09-19-147 single hand of cards, games allowed 

various PREP 09-10-069 within PREP 09-08-059 
live wildlife EXPE 09-16-146 PROP 09-11-090 
rehabilitation permits PROP 09-15-072 
oiled bird facilities PERM 09-01-123 PERM 09-17-076 
PERM 09-17-105 

FISH AND WILDLIFE COMMISSION card rooms 
(See FISH AND WILDLIFE, DEPARTMENT OF) renovations or changes to, or sales of PREP 09-20-089 

changes in game rules 
FOOD ASSISTANCE authorization PREP 09-08-059 
(See SOCIAL AND HEALTH SERVICES, DEPARTMENT OF) PROP 09-11-090 
Index [12] 


class F card games 
surveillance requirements 


employees of card rooms 
license requirements 


house-banked card rooms 
employee licenses 


funds to pay out prizes 


minimum cash on hand 
player-supported jackpots 


poker managers receiving tips 


surveillance requirements 


Texas hold’em 


new games 
authorization 


nonhouse-banked card games 
electronic poker tables 
half dollars and quarters, use of 


maximum single wager amount 


player-supported jackpots 


Texas hold’em 


poker tournaments as fund-raising events 
standards for cards 


wagering limits 


Charitable and nonprofit rules 
annual progress reporting 
progress requirements 


raffles 
cities, counties, and towns 
Fund-raising event rules 
poker tournaments 
cash prizes 


Hearing rules 


Licensees, rules for all 
minors who gamble, detention 


PROP 
PERM 
PERM 


PROP 
PERM 


PROP 
PERM 


PREP 
PROP 
PERM 
PREP 
PROP 
PERM 
PERM 
PREP 
PREP 
PROP 
PERM 
PREP 
PROP 
PERM 
PREP 
PROP 
PROP 
PERM 
PERM 
PREP 
PREP 
PROP 
PERM 


PREP 
PROP 
PROP 


PROP 

PREP 

PROP 

PERM 
PROP 
PERM 
PREP 
PREP 
PROP 
PERM 
PREP 
PROP 
PERM 
PERM 
PROP 
PERM 
PROP 
PROP 
PERM 
PREP 
PREP 
PROP 
PERM 


PREP 
PREP 
PROP 
PERM 


PREP 


PROP 

PERM 
PERM 
PERM 
PREP 
PROP 
PERM 


PREP 
PROP 
PERM 
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09- 
09- 
09- 


5-072 
7-076 
7-105 


09-09-055 


09- 


5-071 


09-07-093 


09- 


1-088 


09-01-112 
09-07-093 


09- 


1-088 


09-04-002 
09-09-054 


09- 


5-070 


09-03-024 
09-08-124 


09- 
09- 
09- 


1-042 
5-078 
9-051 


09-02-004 
09-06-022 


09- 


1-083 


09-04-001 
09-08-030 
09-09-055 


09- 
09- 
09- 
09- 
09- 


1-093 
5-071 
3-027 
6-051 
6-116 


09-21-013 


09-08-059 
09-11-090 
09-15-072 


09-04-032 
09-05-019 
09-09-022 


09- 


5-069 


09-03-093 
09-09-056 
09-08-124 


09- 
09- 
09- 
09- 
09- 


1-042 
5-078 
9-051 
3-027 
6-116 


09-21-013 
09-11-086 
09-07-091 


09- 


1-087 


09-01-067 
09-03-093 
09-09-056 


09- 
09- 
09- 


3-027 
6-051 
6-116 


09-21-013 


09-17-118 


09- 
09- 
09- 


1-082 
5-074 
9-080 


09-11-048 


09-07-089 


09- 


1-086 


09-03-025 
09-05-084 
09-08-050 


09- 
09- 


1-089 
7-074 


09-11-052 


09- 
09- 


5-079 
9-082 
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name change, reporting 


Manufacturer, distributor, and supplier rules 
electronic poker tables 
licensed representatives 


manufacturer license 


Permitting and licensing 
manufacturer license 


Punch boards and pull-tabs 
electronic video pull-tab dispensers 


prizes, awarding of 
pull-tab games 
cumulative prize pool games 


progressive games 
Raffles 
nonprofit organizations 
cities, counties, and towns 
ticket sales 


Rules 
coordinator 
miscellaneous proposed changes 
withdrawals 


PREP 
PROP 
PERM 


PROP 
PREP 
PREP 
PROP 
PROP 
PERM 


PROP 
PERM 


PROP 
PREP 
PROP 
PREP 


PREP 
PROP 
PERM 
PREP 


PREP 
PROP 
PERM 
PREP 
PROP 
PERM 


MISC 
PREP 
PROP 
PROP 
PROP 
PROP 
PROP 
PROP 


GENERAL ADMINISTRATION, DEPARTMENT OF 


Capital projects advisory review board 
project review committee 
meetings 


Capitol campus 
public areas, use of 


Capitol campus design advisory committee 
meetings 


Policy statements 
managed print services contracting, agency 
purchasing authority 
Project review committee 
meetings 


Rules 
agenda 

State capitol committee 
meetings 


GEOGRAPHIC INFORMATION COUNCIL 
(See INFORMATION SERVICES, DEPARTMENT OF) 


MISC 
MISC 


PREP 
PROP 
PROP 
PERM 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


MISC 


MISC 
MISC 


MISC 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


09-09-049 
09-15-077 
09-19-053 


09-04-032 
09-15-154 
09-18-003 
09-19-060 
09-07-092 
09-11-085 


09-07-092 
09-11-085 


09-03-091 
09-09-079 
09-13-020 
09-22-073 


09-04-075 
09-11-122 
09-17-077 
09-06-025 


09-11-048 
09-05-087 
09-09-065 
09-11-048 
09-15-073 
09-19-052 


09-19-037 
09-11-052 
09-04-074 
09-08-113 
09-15-025 
09-16-097 
09-17-106 
09-17-144 


09-01-015 
09-21-011 


09-14-103 
09-17-130 
09-19-151 
09-22-059 


09-01-170 
09-02-054 
09-11-033 
09-19-017 
09-22-093 
09-23-053 


09-22-063 


09-03-047 
09-13-008 


09-15-123 


09-01-038 
09-01-084 
09-07-003 
09-10-028 
09-10-029 
09-20-048 
09-20-072 


GEOGRAPHIC INFORMATION TECHNOLOGY COMMITTEE 


(See INFORMATION SERVICES, DEPARTMENT OF) 


Index 


GEOGRAPHIC NAMES, BOARD ON 
Geographic names, newly adopted 
Meetings 


GEOLOGIST LICENSING BOARD 
(See LICENSING, DEPARTMENT OF) 


GOVERNOR, OFFICE OF THE 
Appeals 
notices 


Clemency and pardons board 
hearings 


Directives 
Green River flooding, preparations for 
shared services 
WIA funds for aerospace 
Executive orders 
boards and commissions, elimination of 
capital stimulus project streamlining 
climate change leadership 
council on aerospace 
executive orders, rescission of 
labor and industries, waiver of certain fees 
tax exempt bond volume caps 
Flag lowering 
Anderson, Erik, in memory of 
Chief Warrant Officer 4 Michael P. Montgomery, 
in memory of 
Chief Warrant Officer Benjamin H. Todd, in 
memory of 
Chief Warrant Officer Douglas M. Vose III, in 
memory of 
Chief Warrant Officer Three Niall D. Lyons, in 
memory of 
First Lieutenant Brian N. Bradshaw, in memory 
of 
First Sergeant Jose S. Crisostomo, in memory 
of 
Fort Hood victims, in memory of 
National Guard Specialist Samuel D. Stone, in 
memory of 
National patriot day 
National Pearl Harbor remembrance day 
Private Aaron Fairbairn, in memory of 
Private First Class Christopher Walz, in memory 
о 
Private First Class Court D. Haugen, іп memory 
of 
Specialist Aaron S. Aamot, in memory 
of 
Specialist Dennis M. Williams, in memory 


o 
Specialist Joseph V. White, in memory 
of 
Staff Sergeant Timothy P. Davis, in memory 
o 
Proclamations 
state of emergency 


GRAIN COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


GRAYS HARBOR COLLEGE 
Meetings 


Index 
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GREEN RIVER COMMUNITY COLLEGE 


MISC 09-01-119 Meetings MISC 09-01-183 
MISC 09-01-118 
GROWTH MANAGEMENT HEARINGS BOARDS 
Meetings MISC 09-06-011 
MISC 09-07-027 
MISC 09-08-012 
MISC 09-15-166 
MISC 09-16-099 
MISC 09-15-102 MISC 09-17-066 
MISC 09-16-084 Practice and procedure rules EMER 09-13-017 
EXPE 09-15-157 
MISC 09-04-029 EXPE 09-15-158 
MISC 09-04-085 EXPE 09-15-165 
MISC 09-08-036 PERM 09-21-039 
MISC 09-10-001 PERM 09-21-041 
MISC 09-10-002 PERM 09-23-009 
MISC 09-10-003 Public records EMER 09-13-019 
MISC 09-11-014 EXPE 09-15-153 
MISC 09-18-105 PERM 09-21-040 
MISC 09-21-005 
GUARANTEED EDUCATION TUITION COMMITTEE 
MISC 09-19-081 (See ADVANCED TUITION PAYMENT, COMMISSION ON) 
MISC 09-05-064 
MISC 09-22-002 HABITAT AND RECREATION LANDS COORDINATING GROUP 
(See RECREATION AND CONSERVATION OFFICE) 
Mec 2. HEALTH, DEPARTMENT ОЕ 
MISC 09-12-065 Adjudicative proceedings | 
MISC 09-12-002 licensed aaa care pv ee 
summary actions against, show cause hearings 
ac Ан for +t PERM 09-03-089 
MISC 09-19-043 Agency description : 
temporary practice permits, generally EMER 09-17-134 
PROP 09-19-116 
MISC 09-06-034 PERM 09-23-082 
Board of health, state 
MISC 923-047 animals, keeping of PREP  09-17-132 
communicable diseases and animal bites PREP  09-18-008 
MISC 09-04-076 HIV counseling, testing, and partner 
services PROP 09-19-144 
MISC 09-17-041 immunization requirements 
national immunization guidelines EXPE 09-18-124 
MISC 09-22-075 preschools and child care centers PERM 09-02-003 
live birth certificates PREP  09-18-007 
MISC 09-15-001 primary and secondary schools 
minimum safety and health rules PROP  09-04-049 
MISC o FOR P PROP 09-14-136 
MISC 09-23-087 rules 
agenda MISC 09-04-024 
MIS 1:0913 007 MISC 09-16-052 
MISC 09-19-033 withdrawals PROP 09-17-107 
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public agencies, legislative activity 
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political party affiliation and similar 
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Litigation or legal defense funds 

Meetings 

Modification of reporting requirements 
generally 


Policies and definitions 
agency operations during an emergency 
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Public records 
access and requests 
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MISC 
MISC 


PUBLIC EMPLOYMENT RELATIONS COMMISSION 


Agency practices and procedures 
cases, all types of 
Meetings 


PREP 
MISC 


PUBLIC INSTRUCTION, SUPERINTENDENT OF 
Academic achievements, accountability, and assessment 


alternative assessments, access to 


appeals, special unavoidable 
circumstances 


collection of evidence (COE) assessment 
alternative 
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specifications 
multi-function school activity buses 
Certificated instructional staff 
Contracts for services performed by classified 
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Courses of study and equivalencies 
course and credit requirements, temporary 
exemption 


Washington state history and government 
requirements 
Driver education 
Education, board of 
election of members 


Educational service districts 
election of board members 


Finance 
categorical apportionment 
changing outdated references 


deleting traffic safety education sections 
full-day kindergarten 


general apportionment 
certificated instructional staff 
nondegreed, definition 


changing outdated references 


student enrollment 
annual average full-time equivalent 
enrolled student, definition 


exclusions 
limitations on counts 
nonstandard school year programs 
transfer of general apportionment 
revenues 
National Guard youth challenge 
apportionment 


nonresident attendance 
handicapped children 


special allocations 
learning improvement days 


salary bonuses for certificated staff 


Fingerprint record checks 
access to records, privacy 
private schools 


requests for information 
Online learning providers, multi-district 


Plant facilities for schools, state assistance 
modernization 


Rules 
withdrawals 
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PREP 
PROP 


PROP 
PERM 


PROP 
PROP 
PROP 
PROP 


PERM 
PERM 
PREP 

PROP 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


09-08-027 
09-08-028 
09-12-070 


09-10-060 
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09-01-173 


09-18-078 


09-04-080 
09-08-013 
09-21-020 


09-01-090 
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09-19-035 


09-11-084 
09-01-017 
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Special service programs 
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replacement and depreciation allocation 
vehicle fund 


school buses 


PREP 
EMER 
PROP 
PREP 
PROP 
PERM 


PREP 
PROP 
PERM 


PREP 
PROP 
PERM 


PREP 
PROP 


EMER 
PREP 
PROP 
PREP 
PREP 


09-08-027 
09-08-028 
09-12-070 
09-01-157 
09-15-143 
09-20-053 
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Deferred compensation plan 
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Dependent care assistance salary reduction 
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meetings MISC 09-04-018 plan 2 members PROP 09-16-069 
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MISC 09-18-087 transferring PERS service credit 
MISC 09-22-006 emergency medical technicians PROP  09-01-149 
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meetings MISC 09-08-022 Public safety employees retirement system 
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exemptions 
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hospitals, nonprofit 
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RULES COORDINATORS 
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Administrative hearings, office of 
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SALMON RECOVERY FUNDING BOARD 


(See RECREATION AND CONSERVATION OFFICE) 


SCHOOLS 


EXPE 
PERM 


PROP 
PERM 
PREP 
PROP 


PERM 


EXPE 
PERM 
PROP 
PERM 


EXPE 
PERM 
PERM 


PERM 
PREP 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


09-14-137 
09-19-010 


09-14-063 
09-19-069 
09-14-062 
09-22-081 


09-04-036 


09-14-137 
09-19-010 
09-14-063 
09-19-069 


09-14-137 
09-19-010 
09-04-033 


09-04-035 
09-21-109 


09-05-090 
09-05-005 
09-09-020 
09-17-021 
09-11-038 
09-03-078 
09-22-003 
09-16-091 
09-06-021 


09-18-025 
09-19-037 
09-06-016 
09-06-017 
09-22-095 
09-06-045 
09-13-065 
09-17-008 
09-02-074 
09-20-002 
09-03-007 
09-01-110 
09-19-031 
09-09-048 


(See PUBLIC INSTRUCTION, SUPERINTENDENT OF) 


SEATTLE COMMUNITY COLLEGES 
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SEX OFFENDER POLICY BOARD 
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